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NOW AVAILABLE . . . 

The new Instrumentation Data Recording and Reproduction Mag¬ 
netic Recording Head Catalog. You can obtain your free copy de¬ 
scribing Ferroxcube Instrumentation Recording Heads for direct 
and FM recording at IRIG frequencies by completing the attached 
card. 
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